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It is worthy of note that if we had wished to do so we could install thirty or forty beds in the steel car, small as it appears in comparison with the great gas reservoir overhead. We did not carry a doctor, but depended upon a Burroughs, Wellcome, & Company field medical and surgical case, which in the past we have found so valuable in the Arctic regions. Howard watches, which I had also used in the difficult conditions of the far north with admirable results, gave us most accurate time.